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12 April 1951 


MEMORAHDUH FOR: The USCIB Secretariat 

SUBJECT: Change In Meraberehlp 


You are hereby advised of the following 
change In CIA astribershlp on USCIB effective this 

date: 


Lt. Gene r al Valter B. Smith 
Director of Central Intelligence 

vice Villiea H. Jackson 

Deputy Director at Central Intelligence 




WALTER B. SMITH 
Director 
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